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202 Woodworkers’ Tool Works, Chicago 


Colt’s Extra Heavy Clamp : 


ECCENTRIC OR SCREW 











The EXTRA HEAVY Clamp is made of 1% in. steel bar with 2 in. reach. 
One-half heavier than the cabinet style and suitable for heavy work. 


Size 


12 in. 
18 in. 
24 in. 
30 in. 
36 in. 
48 in. 
60 in. 
72 in. 
84 in. 
96 in. 





Either Eccentric or Screw. 


Approximate 
Reach Per doz. net wt., per doz. 
2 in. $39.00 84 lbs. 
2 in. 45.90 96 lbs. 
2 in. 52.80 108 lbs. 
2 in. 59.70 120 lbs. 
2 in. 66.69 132 lbs. 
2 in. 80.40 156 lbs. 
2 in. 94.20 180 lbs. 
2 in. 108.00 204 lbs. 
2 ih: 121.80 228 lbs. 
2 ins 135.60 252 lbs. 


Colt’s U Bar Clamps 


Eccentric or Screw 


The U Bar is made of the best open hearth steel 
plate pressed into U form while cold, which process 
stiffens the bar. Has a fixed head supporting an 
eccentric lever, and a movable jaw which has a strong 
fixed tongue pressing in the bottom of the U bar, 
making a broad, strong grip. 

The 6 inch size has 1 inch U Bar and 2% inch 
reach, 

We do not make the all malleable clamp in 10 inch 
eccentric, 10 inch or 12 inch screw styles, but this 
clamp is the same kind of a clamp in the U bar style 
and suitable for the same class of work. 


Be sure to specify which you want, eccentric or 
serew. If not specified we will send eccentric. 


EITHER ECCENTRIC OR SCREW 


Approximate 
Size Reach Per doz. net wt. per doz. 
6 in. 2% in. $18.00 21 Ibs. 
8 in. 3 in. 22.50 32 lbs. 
10 in. 3 in. 25.00 33 lbs. 


12 in. 3 in. 27.00 36 Ibs. 
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Colt’s Long Reach Clamp 


(Formerly listed as Colt’s Carpenters’ and Builders’ Long Reach Clamp.) 

The Long Reach Clamp is made of 1%-inch I steel bar and has 6-inch 
reach. 

Eccentric or screw, as specified; if not specified, we send the eccentric. 

Especially adapted to carpentering and building, concrete construction and 
in the trades generally where pressure is required 6 inches from the edge of 
the work. 






Sr 


Either Eccentric or Screw 


Approximate 
Size Reach Per doz. net wt. per doz. 
12 in. 6 in. $45.00 104 Ibs. 
18 in. 6 in. 51.90 116 lbs. 
24 in 6 in. 58.80 128 Ibs. 
30 in 6 in. 65.70 140 lbs. 
86 in. 6 in. 72.60 152 lbs. 
48 in. 6 in. 86.40 176 Ibs. 
60 in 6 in. 100.20 200 Ibs. 
72 in 6 in. 114.00 224 Ibs.’ 
84 in 6 in. LZ27:80 248 Ibs. 
96 in 6 in. 141.60 272 Ibs. 


Colt’s Car and Piano Clamp 


A powerful malleable iron clamp having a 2%- 
inch double flanged body with a double flanged ec- 
centric 14-inch lever supported between two ears. 
The eccentric operates a plunger having %4-inch 
movement, and is attached to.a_ self-adjusting 
button. 


This clamp reaches 6 inches. 


Adapted to car, piano, automobile work and 
boat building. 


Made only in 12-inch length. Price $75.00 per 
dozen. 
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Colt’s Mitre Clamp 


One motion of the cam sets the mitre and 
firmly clamps it in place, the pressure being 
made direct on the clamp jaw giving it great 
power. Special attention has been given the 
design to make it light as well as strong. Posi- 
tive in action, easy to apply, no springs to get 
out of order. Made of the best refined mal- 
leable iron with steel spurs. 


ag, a ar or $36.00 











